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DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2

A. Application/construction stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005070001 Summary of 900417 meeting w/BWR Owners Group in Rockville.MD to
discuss proposals by BWR-6 owners for implementing new STS for plants.
GIARDINA.R.J. Technical Specifications Branch. 90/04/26. CALVO.J.A. Technical
Specifications Branch. 2pp. 53778:010-53778:011.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,!tem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005220277 Expresses appreciation for invitation to participate in semiannual meetings
of Midwest Nuclear Training Assoc. Question asked during 900427 meeting re Part A
(static simulator) of written exam re procedures clarified.

WRIGHT.G.C. Region 3, Ofc of the Director. 90/05/14. IGYARTO.D. Cleveland Elec-
tric Illuminating Co. 2pp. 53901:008-53901:009.

9005240223 Advises that info required by 10CFR50.54(a)(3) needed for completion of
review of 900313 QA program changes within 30 days.Update failed to include info re
reductions in commitments concerning reg guides.

WRIGHT.G.C. Region 3, Ofc of the Director. 90/05/14. KAPLAN.A. Cleveland Electric
Illuminating Co. 2pp. 53922:328-53922:329.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

F. Security, medical, emergency & fire protection plans

9004230227 Advises that 900305 Itr re onsite scope & objectives for 1990 emergency
preparedness exercise scheduled for 900620, acceptable.

GREGER.LR. Region 3, Ofc of the Director. 90/04/06. KAPLAN.A. Cleveland Electric
Illuminating Co. 2pp. 53584:243-53584:244.

9005020168 Revised EPIPs.including Temporary Change Notice (TCN) 6 to Rev 6 to
EPI-A6.Pl-A6.TCN 7 to Rev 5 to EPI-A8 & Rev 5 to EPI-B5.W/900425 Itr.
KAPLAN.A. Cleveland Electric Illuminating Co. 90/04/25. 42pp. 53672:289-53672:330.

9005220356 Revised "Emergency Public Info Organization Implementing Instructions
Manual." W/900514 Itr.
* Cleveland Electric Illuminating Co. 90/05/14. 216pp. 53880:003-53880:218.

Q. Inspection reports, IE Bulletins & correspondence

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-50753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9004230305 Forwards "Thirteenth Quarterly Rept.Cleveland Electric Illuminating Co
Seismic Monitoring Network Oct-Dec 1989." Util still concludes that 860131 Leroy
earthquake not induced & of tectonic origin.

KAPLAN.A. Cleveland Electric Illuminating Co. 90/04/12. Document Control Branch
(Document Control Desk). 2pp. 53584:177-53584:215.

-9004230314 "Thirteenth Quarterly Rept.Cleveland Electric Illuminating Co Seismic
Monitoring Network,Oct-Dec 1989."
* Weston Geophysical Corp. 89/12/31. 37pp. 53584:179-53584:215.

V. Operator Examinations

9005080082 Advises of arrangements made for administration of operator & senior op-
erator licensing exams during wk of 900806.AII license applications should be submit-
ted 60 days prior to exam in order to review training & experience of applicants.
WRIGHT.G.C. Region 3, Ofc of the Director. 90/05/02. KAPLAN.A. Cleveland Electric
Illuminating Co. 12pp. 53778:204-53778:215.
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F.  Security, medical, emergency & fire protection plans

9004300241 Revised emergency response procedures.including Change 1 to Rev 7 to
ER 8.5,Rev 15 to ER 1.2 & Rev 9 to ER 2.1. W/900418 Itr.

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 90/04/18. 22pp
53655:133-53655:154.

9005100193 Rev 1.A to "Seabrook Plan for Massachusetts Communities.Apps H (New
Hampshire Yankee Offsite Response Communications Directory) & M (New Hamp-
shire Yankee Offsite Response Emergency Resource Manual)." W/900502 Itr.
FEIGENBAUM.T.C.   Public   Service   Co.   of   New   Hampshire.   90/05/02.   327pp,
53794:001-53794:327.

9005110276 Forwards estimates of time impact on facility personnel re topics identified
in Generic Ltr 90-01.Info presented in format of completed questionnaire sheets.
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 90/05/08. Document Con-
trol Branch (Document Control Desk). 16pp. 53813:329-53813:344.

9005150212 Forwards Rev 10 to physical security plan.Rev withheld (ref 10CFR73.21).
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 90/05/08. Document Con-
trol Branch (Document Control Desk). 2pp. 53851:030-53851:031.

G.  Adjudicatory correspondence

9005020235 Forwards SSER 9 to NUREG-0896.Verification of items identified by Li-
censing Board in LBP-88-32 & LBP-89-32 addressed in SSER 9,Sections 13.3,4.1 &
13.3.4.2.SSER 9 distributed to PDR & parties on 900315.

YOUNG,M.A. Assistant General Counsel for Hearings & Enforcement. #290 10296.
90/04/26. BOLLWERK.G.P., WILBER.H.A.. ROSENTHAL.A.S. Atomic Safety and Li-
censing Appeal Panel. 2pp. 53571:356-53571:357.

9005020225 Commonwealth of MA atty general motion to amend brief in support of
LBP-89-32,LBP-89-33 & related rulings.* Board should permit Commonwealth of MA
atty general to amend 900124 brief.Certificate of Svc encl.

TRAFICONTE.J. Massachusetts, Commonwealth of. #290 10305. 90/04/27. Atomic
Safety and Licensing Appeal Panel. 62pp. 53572:001-53572:062.

9005150068 Memorandum & order (ruling on certain remanded & ref issues).* Grants
leave to Seacoast Anti-Pollution League to withdraw from proceeding before Board &
dismisses Itr of agreenen+.W/Ce-Hflcato of Svc.Served on 900504.
COLE.R.F., WCCOL_OVX.A.. SMITIM.W. Atomic Safety and Licensing Board Panel.
#290 10329. 90/05/03. Seacoast Anti-Pollution League. 60pp. 53741:175-53741:234.

9005150076 Licensees answer to Commonwealth of MA atty general motion to amend
brief in support of appeal of LBP-89-32,LBP-89-33 & related rulings.* Motion should
be denied.Certjficate of Svc encl.

DIGNAN.T.Q. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray.
#290 10324. 90/05/03. Atomic Safety and Licensing Appeal Panel. 6pp. 53741:164-
53741:169.

9005150141 Notice of prehearing conference.* Representatives of State of NH & FEMA
urged to participate in resolution of issues & to attend prehearing conference.W/Cer-
tificate of Svc.Served on 900504-Reserved on 900507.

SMITH.I.W. Atomic Safety and Licensing Board Panel. #290 10330. 90/05/04. 9pp.
53741:023-53741:031.SIs.
